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United States Mint, Philadelphia, Penn., 
Engraver’s Department, 
December 7, 1880 
Sir 
The following dies ordered by telegram of the 7th inst. for the current year, viz 


Standard Dollar obverse 2 
“ reverse 2 


for the Mint at New Orleans, were sent this day. 


Iam Very Respectfully, 
Your Obedient Servant 
Chas. E. Barber 
Engraver 


Hon. A. Loudon Snowden 
Superintendent 


